by cited section 75.1306.  Further, the warped doors exposed
the metal interior of the magazine and did not afford protec-
tion from roof falls as required by the standard.

Mr. Franks stated that he considered the violation to be
significant and substantial because the magazine would be
moved about the mine and there was a reasonable likelihood
that it would be struck by other equipment travelling about
the unit, with resulting injuries of a serious nature.

James Hibbs, respondent's safety manager, confirmed that
the doors of the explosives magazined cited by Mr. Franks
were damaged.  He stated that one of the doors was "badly
damaged" and that the other one was "not quite as bad."  He
confirmed that it was impossible to securely close or latch
the doors.  He confirmed that when the magazine is moved, the
wheels are down, and that in this position, it is impossible
to move the magazine with the doors opened because they would
strike the wheels.

On cross-examination, Mr, Hibbs stated that he had no
knowledge as to how the cited magazine was moved out of the
mine to achieve abatement.  He confirmed that the respondent
uses a water based gel explosive powder manufactured by
Dupont, and it is known as "Tovex."  He confirmed that all
explosives used in the mine are permissible/ and that in
order to have an explosion, a detonator device must be used
in conjunction with the powder.  He did not believe that
powder, by itself, will explode by being struck by equipment
or rocks.

Inspector Franks confirmed that he issued Citation No.
2508627 r on April 11, 1985, after observing accumulations of
loose coal and coal dust along the ribs of the No. 4 unit
belt.line for a distance of approximately 150 feet.  He
described the conditions he observed, and he stated that
active mining on the unit was taking place two to three cross-
cuts inby the areas where he observed the accumulations.

Mr. Franks speculated that the accumulations had existed
for 4 to 6 days, and he surmized that they either rolled off
shuttle cars which had traveled the area or had been left
there as the unit advanced.  He observed some of the coal
accumulations along two of the bottom belt rollers which were
turning in the coal, and a power cable was on the coal.  He
confirmed that waterlines and fire warning devices were
installed along the belt line.  Although his visual observa-
tions led him to conclude that the area in question was not
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use the damaged and warped doors rendered the
